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PRIMARY ENCLOSURES. 

Each rabbit housed in a primary enclosure shall be provided a minimum amount of floor space, exclusive of the space taken 
up by food and water receptacles. Weaned rabbits less than 4.4 pounds are required to have a minimum of 1.5 square feet 
of floor space. 

Rabbit cages measure 30" by 38" or 7.9 square feet of floor space. Twelve cages were housing 6 or more rabbits per cage. 
The 7.9 square foot cages can not house more than 5 rabbits to meet the minimum space requirements. 

To be corrected by: June 1 , 2005 

Animal inventory: 113 rabbits, 470 guinea pigs, 1996 hamsters, 562 dwarf hamsters, 1 hedgehog, 10 spiny mice, 255 
chinchillas, 186 gerbils; 22 ferrets 
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